JUDGE KOUTRAS:  Well, then after you spoke

to Willis, when was the first time that you had

any contact with any management representative?

THE WITNESS:  Right after I talked to Mr. Willis.

JUDGE KOUTRAS :  Who did you talk to then?

THE WITNESS:  My shift foreman.

JUDGE KOUTRAS:  Which is?

THE WITNESS:  My section foreman, Mr. Clark.

JUDGE KOUTRAS:  You told Mr. Clark, that you were
reluctant to get on the elevator, and Clark did
what?

THE WITNESS:  He referred me to the shift foreman,
Mr. Smith.

JUDGE KOUTRAS:  Who was Mr. Smith, and you told
him the .same thing?

THE WITNESS:  Yeah.

JUDGE KOUTRAS:  Now, in both those conversations
did you specifically tell either Mr. Clark, or
Mr. Smith, that someone had told you that the elevator
had dropped fifty feet?

THE WITNESS:  Yes.
JUDGE KOUTRAS:  You did?

THE WITNESS:  Yeah, well, I didn't say fifty feet,
but that it had dropped.

JUDGE KOUTRAS:  Did you tell them who had told you
that?

THE WITNESS:  No.

JUDGE KOUTRAS:  Then what happened, when did
Mr. Hager get in on the act?

THE WITNESS:  Mr. Smith referred me to Mr. Hager.
JUDGE KOUTRAS:  Was Mr. Hager there physically?

2185rmed that he knew
